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Message Text 

UNCLASSIFIED 

PAGE 01 DAKAR 06529 010935Z 
ACTION OES-09 

INFO OCT-01 AF-10 ISO-OO SOE-02 AID-05 CEA-01 CIAE-00 
COME-OO DODE-OO EB-08 DOE-15 H-02 INR-10 INT-05 
L-03 NSAE-00 NSC-05 OMB-01 PM-05 ICA-20 SP-02 
SS-15 STR-07 TRSE-00 ACDA-12 /138W 

062281 020747Z/14 

R 010800Z AUG 78 
FM AMEMBASSY DAKAR 
TO SECSTATE WASHDC 5529 

UNCLAS DAKAR 6529 

E.O. 11652: N/A 

TAGS: ENRG, TECH, LDL, SG 

SUBJECT: COST OF ELECTRICITY USING CONVENTIONAL ENERGY SOURCES 

REF: STATE 210477 

1 . ALL ELECTRICITY IN SENEGAL IS THERMAL-POWERED, 

PREDOMINANTLY THROUGH USE OF DIESEL GENERATORS. COST 
RUN ABOUT 15 TO 20 CENTS PER KWH FOR RESIDENTIAL 

USERS AND UNDER SPECIAL PROGRAM TO ENCOURAGE INDUSTRIA- 
LIZATION ABOUT 8 CENTS PER KWH AND UP FOR INDUSTRIAL 
USERS. 

2. FOLLOWING INFORMATION WAS PROVIDED BY LARGEST 
LOCAL ELECTRIC COMPANY-SF.NET ,F.C. AND PARTIALLY COVERS 
QUESTIONS POSED PARA II REFTEL: 

-TOTAL CAPITAL EXPENDITURE FOR GENERATING EQUIPMENT 
(SINCE 1974)-CFA 5.17 BILLION ($23.5 MILLION) 

-COST OF FUEL FOR GENERATION-(1976) CFA 2.9 BILLION 
($16.3 MILLION) 

GALANTO 
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